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Type “J" 


Some of the Conditions benefited by 
High Frequency Currents:- 


Abscesses 
Acne 
Alopecia 
Barber's Itch 
Boils 
Bronchitis 
Callouses 
Catarrh 
Corns 
Eczema 
freckles 
Goitre 
Gray Hair. 
Headache 


Inflammation 
Lumbago 
Massage 
Moth Patches 
(or Moles) 
Paralysis 
Rheumatism 
Skin Diseases 
Sciatica 
Throat Diseases 
Torticollis 
(Stiffneck) 
Uleers 
Warts 
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Positive Results 


The use of the sparks from a Violet 
Ray tube will destroy growths on the 
scalp, and abort boils and other skin 
lesions with no danger of infection 
whatever. 


So varied, and so positive are the 
GOOD results obtained from the use of 
High Frequency currents, that the 
operator, once initiated into the know- 
ledge of their proper use will never do 
without them. Locally they relieve 
Congestion, Pain and Soreness, and 
although generally applied directly to 
the skin, the potential is so high that it 
penetrates every cell in the entire body, 


nstruction 


In general construction Type J" is 
built very substantial. The case is steei 
bound, covered witha black leatherette. 
and the interior lined with velvet, All 
metal parts are heavily nickel plated, 
and mounted on white Italian marble. 
Type "J" can be operated from either 
Alternating or Direct Current; all that 
is necessary in ordering is to state the 
Voltage of your supply, and if Alternat- 
ing, the Cycle. 


suarantee 


Every Type J” is put toa severe test 
before leaving the factory, and is backed 
by an absolute guarantee against all 
inherent defects for a period of two 
years. 





Whether Intelligence rules 

all things, or Chance rules, 

Man must use the Power 
that he has and 


be “Tranquil. 


OUR ALM 
Crush Skepticism 
and Nlistrust 

CUR JET STOP 


Lntiring Use of a 


Battering Ram of Bp 


Prat 


Fair Dealing 











llidgh Frequeney and 


Violet Rav Gonerator 


MANUFACTURED BY 


H. G. FISCHER 


Office, 1579 Milwaukee Ave. 
factory, 2009-11 Raymond St. 


AGO, ILLINOIS. 


WHAT ARE HIGH FREQUENCY 
CURRENTS ? 


THIS QUESTION MADE CLEAR IN A GRAPH. 
ICAL WAY BY COMPARISON WITH WATER. 


li our demonstration we will aseume that the voltage 
will be the water pressure at the hydrant. When we 
inerense the pressure we inerease the amount of water 
we can draw due to the speed with whieh the water flows: 


The voltage oltuined from Type “"" eoil is 40.000 
volts or approximately 400 times the voltage of theaver- 
age eetric lamp used. 1 you were to touelt both ter- 
ininals of a lamp socket, you would receive a severe 
musculir shock, though the voltage of the current would 
be only 1-400 of what vou would reeetve from Trpe 
““"? eoil, 


Let a8 3ee what 400 times the pressure of the water at 
the hvdrant would mean. Upon opening the faueet a 
stream of water would travel at such speed that anything 
brought into contact with it would be struck as with a 
hlow from a sword. 


Thies same condition would prevail ifelectrieal currents 
of 40,000 volts were permitted to enter the human body, 
It would be as a aword thrust that would cleave froin 
head to heel, 





GENERAL INSTRUCTIONS. 


The following Instructions were carefully written 
expressly for the Type “'J’’ generator, and, as extreme 
care was excercised in situplifying them, the novice 
can derive excellent results by observing them as written. 

For a more detailed description, we recommend 


The Prismatic Ray, by Emily Lloyd. 


Abscesses Keep glass electrode No. 01 in contaet 
with skin, moving it gently over the surface affeeted 
for S to 10 minutes, with medium current. - 


Acne Treat the entire surface with eleetrode No, 01 
for 8 minutes. For quickest results, use Fulguration 
electrode No, 20, and enuterize the larger pustules by 
spark ing, 


Alopecia ( Falling Hair ). Lse thedium eurrent 
with electrode No. OL or O1L. Pass hack and forth over 
scalp for ® minutes, daily. 


Arteriosclerosis (Iligh Blood Pressure) Daily treat- 
ments of Sto 10 minutes will serve to lower the pressure. 


Barbers ltch (Gienern! daily trentment with Noa. U1 


electrode for & minutes over atfected area. 





Boils With electrode No. 01 apply strong spark 
through gauze or about one eighth inch from surface. 

Fulguration electrode No. 20, with milder spark can 
ite be need with boils not discharging, after whieh the 
ozone spray is recommended, 


Bronchitis ()conize the air with the ozone gwenern- 
tor; this is the simplest and moet effective method. 
Sharp sparks, over chest and back, sufficient to produce 
reddening, give relief. 


Bunions No. 01 or No. O7 eleetrode: Medium 
power, & to 10 minutes. Keep electrode in contact with 
skin, but moving slowly over entire painful area, will 
relieve all poin. 


Callouses Use strong current with cleetrole No. O1 
and apark directly toskin. This should produce a caute- 
rizing effect, and should be applied about lor 2 minutes, 
Fulguration eleetrode No, 20 ia excellent in thease eases. 


Catarrh (of nose). Eleetrode No, 01, medium eur- 
rent. Rub over outer surface of nose, and also back of 
neck. Breathing through ozone generator, using nasal 
tube, brings quick relief, 


Cold Extremities Use ful! power, passing No. 01 
electrode over entire surface for from 5 to & winutes or 
“intil a redness j= produced on the skin. Keep plass 
electrode in contaet with part throughout treatment. 
Repeat daily. 

















Nervousness \Miussige over spine with Eleetrode 
No. OL, with medium current. Treat daily at first, for 
oto 3 minutes, gradually decreasing to onee in every 
three dave, for about ane niont). 


Neuritis $ Hleetrode No. 01, heavy or medium cur- 
rent. Pass Over surface, gentiy for $ to 6 minutes at 
each treatment. This gives relief almost instantly, and 
if posetble repeat twice daily. Exeellent results may he 
obtained in even the most stubborn chronte cases. 


Pyorrhea = ([oosening of the gums). Apply special 
Dental Electrode No. 019 directly to gums for 4 to 6 
minutes, using low or medium strength eurrent.  Re- 
peut daily, 


Skin Diseases Read ‘'mily Lievd’* on the many 
varied| uges of the Violet Maw High Frequeney on skin 
troubles of every kind. 


Suff Joints Apply as for Neuritis, using longer 
treatment 17 necessary. 


‘Torticollis (Stiff Neck). Rub along back of ear and 
down back and sides of neck. Eleetrode No. OL, with 
medium strength current; pat the surface gently for 
from 6 to LO minutes. 


Warts Electrode No. OL. Hold about 1-8 to 3-16 
inch from raised section and allow sparks to paas from 
clge of glass to same. For best results, use Fulguration 
Point No. 20, Let point rest directly on top of wart 
and presa down lever several times, passing sparks 
through deep erustation. One treatment of 3 to 5 se- 
eands usiially is sufficient, but if no results are appa- 
rint at end of week, repeat operation. 

































































